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AGENDA 

Meeting: Thursday September 29, 2011 9:00 am 
Community Safety Buiiding -EOC First floor 


Please notify Chief Jefferson if you wiii not be abie to attend 

1. Introductions and Attendance 

2. Minutes of Last Meetings 

3. Review of actions during Hurricane Irene 

4. Flu Clinics and update on Fiu Vaccination 

5. Update of Telephone Tree and contact list 

8. Training Discussion - Web EOC and Ham Radio 

9. Regional Committee status 

10. E-cemp update 

11. New Business 

12. Public Comments 

13. Scheduie Next Meeting 

14. Adjournment 



